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NRO review(s) completed. 


L/C Vernard —Webb reported for duty at AP Facility 
Palo Alto,(@6 July 1962% ie 


21 July 1964 Webb was appointed Headquarters Chief Resident 
Officer at the AP Facility. and Chief Opns Officer. 


5 August 1964 in addition to other assigned duties Webb 
was authorized and appointed to act as the duly authorized 
representative of the contracting officer under contracts 
and toserve as resident contract administrator for CORONA. 


He asked Hqs to seek extension of reporting date to allow 
normal 60 days for PCS change of assignment and to allow 
for orderly transfer of functions. tel 2foofby 
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